218 Pumpen pumps 


2 in 1 C02 Mini-Pumpe 


« Doppelfunktion: Pumpen mit CO2-Tank o. per Hand 


« Schnelles und einfaches Pumpen mit CO2-Tank 
« Geteilter Luftkanal innen für mehr Sicherheit 

« Clever Valve-System zum einfachen Anbringen 
« inkl. C02 Patrone, 16 q 

#130 185 01 _Mini-Pumpe (02 

#130 128 01 O2 Patrone ohne Gewinde, 12 9 
#130 159 01 (O2 Patrone mit Gewinde, 16 g 
VE = 10 Stück 


Luftdruckprüfer 
Leistung: 150 psi 
Ventilarten: Auto (Schrader) 
Länge: 133 mm 
Gewicht: 459 

# 130 161 01 

VE = 10 Stück 


(0, -Patronenhalter 


Co, Patronenhalter für 2 Patronen (mit Gewinde) 
Montage an der Flaschenhalteraufnahme 


# 130 199 00 
VE = 10 Stück 


Manometer für 
Pro Shock-Pumpe Profi 


#130 14100 Manometer 


für Pro Shock-Pumpe Profi 
SHOCK-Federung, max. 300 psi 


VE = 10 Stück 


Pumpenhalter 


« Universell einstellbar 
« Passend für Gepäckträger-Rohr ® 6-10 mm 


# 130 037 01 
VE = 10/50 Stück 


2 in 1 C02 Mini-Pump 


« dual function: CO2 cartridge and hand inflate 
« quick and easy inflate with CO2 cartridge 

« divided inside air channels for more safety 

« Clever Valve-system for easy attachment 

« incl. C02 Cartridge, 16 q 

#130 185 01 Mini-Pump (02 


#130 128 01 O2 Cartridge without thread, 12 9 


#130 159 01 O2 Cartridge with thread, 16 q 
Unit = 10 pieces 


Pressure Gauge 


Pressure: 150 psi 

Ventilarten: American (Schrader) 
Length: 133 mm 

Weight: 459 

# 130 161 01 


Unit = 10 pieces 


C0,-Bullet Holder 


Co, bullet holder for 2 bullets (with thread) 
Mounting at bottle cage fixing points 


# 130 199 00 
Unit = 10 pieces 


Manometer for 
Pro Shock-Pump Profi 


# 130 14100 Pressure Gauge 


For Pro Shock-Pump Profi 
rear Suspension, max. 300 psi 


Unit = 10 pieces 


Pump Holder 


« universal adjustable 
+ suitable for rear carrier-tube @ 6-10 mm 


# 130 037 01 
Unit = 10/50 pieces 
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